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3 June I960 


MEHORAHITO FOR : Special A* a Is teat for Technical Analysis 

saBJSST s Review of Technical Data to b« retained 

by C03SVAIR, Project 0U3T0 

KfflTOSSCI : Memo for DC/P (GUS-O^Ol) did 19 April 

I960 


1, As set forth in paragraph 4.e. of referenced 
Memorandum, CCMVAIR desired to retain all drawings, design 
wt& technical data generated under the contract in a 
•sanitised' 9 fora. 

g, C08VAIR has advised that they will have "sanitised* 
all. the data they wish to retain by 17 June i960. They have 
requested that Project representatives visit their facility 
to review the data and approve the "sanitisation* . 


3. la view of the foregoing, your recoamendationa as 
to who should review the data are requested in order that 
astwogesests can be stade by this office for such review at 
an early date. 



Chief, Contracts Branch, IP® 
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